USDA 



United Slates Department of Agriculture 
Animal and Planl Health Inspection Service 


DH^KWDFTTH 

1321415IH1CKJ271 Inepjd 


Inspection Report 


Karl Mogensen 

Natural Bridge Zoological Park 
Pc. Bok a& 

Natural Bridge, VA 24578 


Cuslomer ID; 2468 
Certificate 52’C*0Q3S 
Site 001 

NATURAL DRIOOE ZOO 


Type ROUTINE INSPECTION 
Dale' May-£)6-2Qi* 


This inspection Focused on the foot care being, presided to the giraffes There were no non -compliant items identified 
An exil interview was conducted with the owner. 
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